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Pre-Columbian structures are 
focus of June lecture 


“Forgotten Architects and Engineers of 
Meso-America’’ is the title of this month’s 
BSA lecture. Merritt Clegg, much-travelled 
former journalist with a special interest in 
architecture and interior design, has lec- 
tured frequently on structures such as the 
Mayan city of Uxmal (Palace of the 
Governor in photo above) in Mexico. 


Clegg’s study of pre-Columbian ruins has 
given him a special perspective on the 
peerless architectural achievements of 
early American civilizations. 


This slide-lecture (the finale of the BSA 
lecture season) begins with a 5:30 p.m. 
reception, Wednesday, June 11, at the 
BAC, 320 Newbury St., Boston. The 
event is free for BsA/MSAA members, 
$5.00 at the door for non-members. 


BSA Political Debate 


Mel King . . . Joe Kennedy... 
George Bachrach . . . Tom Gallagher 
. .. Jim Roosevelt . . . all of the 
Democratic candidates. 


(see page 3) 


= Harleston Parker presentation 
8 set for Church Court 


Church Court Condominiums (right), the 
much-publicized and often-honored 
Graham Gund Associates’ project, was 
the recipient of the 1985 Harleston Parker 
Award, the BSA’s award for design 
excellence. 


This month the BSA will present the 
Award during a reception at Church 
Court. Mayor Raymond Flynn is expected 
to join BSA President James H. Crissman 
FAIA for the presentation, which will 
include commentary on the project by 
Graham Gund FAIA and Peter Madsen 
AIA. 


All BSA/AIA members are invited — 
however, the cocktail reception in the 
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courtyard is limited to 250 . . . so come 
early. The reception, hosted by Graham 
Gund Associates, begins at 6:00 p.m. on 
Thursday, June 19, in the Beacon Street/ 
Massachusetts Avenue courtyard of 
Church Court. Questions? Call the BSA, 
617-267-5175. 


Call for entries 


State inaugurates design 
awards program 


The Governor’s Design Awards Program, 
a new statewide program sponsored by the 
Massachusetts Council on the Arts and 
Humanities, has issued a call for nomina- 
tions in the fields of architecture, land- 
scape architecture, urban design, and 
public improvements. The deadline for 
entries is July 15, 1986. Awards recipients 
will be chosen in a two-stage process that 
includes on-site review of nominated proj- 
ects. Regional and state-level awards will 
be made in the fall. 


Any publicly or privately sponsored design 
project that makes a positive contribution 


to its environment and is accessible to 
public view is eligible. To qualify, a pro- 
ject must have been completed and in use 
between July 1, 1976 and July 1, 1985. 
Nominations should include the project’s 
name and location and the name and ad- 
dress of the sender; inclusion of the 
designer’s name, the project’s date of 
completion and the reason for nomination 
is helpful. Readers who wish to make 
nominations should send them to the 
Governor’s Design Awards Program, 305 
Newbury Street, Boston, MA 02115. 


The Governor’s Design Awards Program 
is administered by the MIT Laboratory of 
Architecture and Planning with support 
from the BSA/MSAA and is funded in 
part by the National Endowment for the 
Arts. For further information call 
617-267-9393. 
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Charrette pledges $10,000 to 
Foundation to spark fund drive 


The Charrette Corporation has pledged 
$10,000 to the new Boston Foundation for 
Architecture to help support public educa- 
tion programs in architecture, design and 
planning. Charrette board chairman 
Lionel Spiro (at left in photo, above, with 
Charrette president and co-philanthropist 
Blair Brown) underscored the public 
orientation of the Foundation as its 
primary characteristic. ‘‘The Foundation 
is a superb idea,’’ Spiro said, ‘‘and no 
doubt will serve as a national model for 
public education support in this 
industry.”’ 


Foundation president Graham Gund 
FAIA described Charrette’s contribution 
as ‘“‘remarkably thoughtful support from a 
remarkably thoughtful source.’* Gund 
noted that Charrette’s contribution and 
the continuing personal energy Spiro has 
devoted to the Foundation ‘‘have been 
and continue to be sincerely appreciated 
and genuinely valued.’’ 


The Service Center 


This regular station-break is an 
attempt by the New Members/Asso- 
ciates Task Force to introduce new 
members to lesser-known BSA ser- 
vices. 


The BSA/MSAA Partners/Principals 
Search Service is a confidential 
“‘switchboard’’ service administered 
by the BSA’s executive director. 
Firms or individuals seeking partners 
or principals so advise the Executive 
Director by telephone. A confidential 
list is maintained (not published) and 
access to that list is made available to 
individuals seeking roles as partners 
or principals. Several significant 
matches have been made since this 
service was initiated at the beginning 
of the year, For details, call Richard 
Fitzgerald at the BSA (617-267-5175). 


Next Month: Members’ Service #7. 


Three dozen donors, listed below, have 
pledged over $250,000 thus far: 


ADD Inc. 
Anderson-Nichols 
Anonymous donor 
Architectural Resources Cambridge 
Adele Fleet Bacow 
Boston Architectural Center (BAC) 
Philip W. Bourne FAIA 
Cambridge Seven Associates 
Charrette Corporation 
Cole & Goyette 
Crissman & Solomon 
Earl R. Flansburgh + Associates 
Peter Forbes and Associates 
Goody, Clancy & Associates 
Graham/Meus Inc. 
Graham Gund Associates 
John Harkness FAIA and 

Sarah Harkness FAIA 
HMFH 
Peter Hopkinson Associates 
Jung/Brannen Associates 
Kallmann McKinnell & Wood 
James Lawrence, Jr. FAIA 
Leers/Weinzapfel Associates 
George B. H. Macomber Company 
Elizabeth Padjen AIA 
Payette Associates 
Tony Platt AIA and 

Nancy Goodwin AIA 
Sasaki Associates 
Shepley Bulfinch Richardson & Abbott 
SBA/Steffian Bradley & Associates 
Storer, Damon & Lund Insurance 
Stubbins Associates 
A. Anthony Tappé and Associates 
Benjamin Thompson & Associates 
Whiteacre Realty Trust 


For more information on the Foundation 
or to determine how to support it, call 
Graham Gund FAIA at 617-577-9600 or 
Richard Fitzgerald at 617-267-9393. 


IDP is here and it is you 


“IDP”’ is the Intern-Development Pro- 
gram and it is the national, NCARB/AIA 
program designed to define a training 
standard for architects and to establish a 
uniform system for the documentation 
and review of architects’ training. 


The IDP training standard establishes 
specific minimum levels of exposure in 14 
training areas. Completion of the IDP 
program is a requirement for licensure in 
14 states (including this one) — no one in 
Massachusetts will be able to sit for the 
architectural registration exam after 1988 
without IDP training. 


IDP involves firms and interns; every 
architecture form should be acquainted 
with the program. The BSA/MSAA IDP 
Task Force, chaired by Don Brown AIA, 
is currently focusing on the implications 
of IDP for Massachusetts architects. The 
BSA/MSAA office also has IDP informa- 
tion packets available on request. 


On the road to Texas 


Delegates. James Crissman FAIA, Peter 
Hopkinson FAIA, Ken DeMay FAIA, 
Robert Fondren AIA, Charles Heuer 
AIA, George Lewis AIA, Richard Moon 
AIA, Robert Sturgis FAIA, Peter Forbes 
FAIA and Bernard Spring FAIA are, as 
we go to press in mid-May, the BSA 
delegates to the AIA Convention. If you 
are going and wish to be a delegate, call 
local tour guide Richard Fitzgerald at 
617-267-5175. 


Delegates will be required to show up at 
the Convention and participate in the 
business of the Convention. Among other 
events for delegates is the June 10 break- 
fast meeting in the Frio Room of the con- 
vention hotel at 7:30 a.m. Don’t sleep in. 


Suite Thing. BSA President James Criss- 
man FAIA invites everyone reading this to 
his suite in San Antonio’s Four Seasons 
Hotel for a special reception in honor of 
new BSA Fellows Peter Hopkinson FAIA 
and Charles Tseckares FAIA. It is Mon- 
day, June 9, 5:00-6:30 p.m. 
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Ete. Every Massachusetts architect going 
to the Convention should be sure to give 
his/her San Antonio address and tele- 
phone number to the BSA office to en- 
sure notification of BSA/MSAA events at 
the Convention. 


Honors & awards committee 
seeking members’ ideas 


The BSA Honors & Awards Committee, 
chaired by Richard Bertman FAIA, invites 
members to suggest nominees for a variety 
of BSA and AIA honors, including the 
AIA 25-Year Award and Institute Honors 
and the BSA’s Award of Honor, Com- 
monwealth Award and Honorary BSA 
Membership. 


If you would like more information on 
any of these awards programs — or wish 
to nominate candidates, call Richard Fitz- 
gerald at 617-267-5175. 


Democratic candidates debate 
housing issues in BSA forum 


Prospective Tip O'Neill successors George 
Bachrach, Tom Gallagher, Joe Kennedy, 
Mel King and James Roosevelt (left to 
right above and right, alphabetically) will 
join other Democratic candidates in a 
BSA candidates’ forum on housing this 
month. 


Conceived and sponsored by Lee Cott 
AIA and his BSA Housing Committee, 
the forum will employ the BSA’s effective 
debate format, first used in the BSA- 
sponsored mayoral debates between Mel 
King and Ray Flynn, to plumb the Con- 
gressional candidates’ thinking on housing 
issues. 


A panel of professionals — Cambridge 
housing consultant Reese Fayde, mixed- 
income housing developer Robert Kuehn, 
architect and urban design specialist 
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Elizabeth Padjen AIA and Globe housing 
reporter Sarah Snyder — will question the 
candidates while maintaining the focus on 
housing and covering the full spectrum of 
housing-related concerns. Audience ques- 
tions and candidates’ mutual questioning 
will complete the forum. 


The anticipated print and broadcast 
coverage will emphasize the significance of 
housing policy in this district. The forum 
is open to all members and friends. It 
begins at 6:30 p.m. on Tuesday, June 24, 
at the Boston Architectural Center, 320 
Newbury Street, Boston. 


Architectural drawing auction 
in the planning stages 


This column is produced by the BSA’s 
Architects for Social Responsibility (ASR) 
Task Force. For more information on the 
ASR Task Force, call Associate Member 
Klaus Muller at 617-868-4200. 


Following the successful precedent set by 
the New York chapter of Architects, 
Designers & Planners for Social Respon- 
sibility (ADPSR), the BSA’s ASR Task 
Force is planning to auction for sale the 


drawings and sketches of Boston-area 
architects this coming fall. The funds 
raised will be used to expand ASR educa- 
tional outreach activities in the New 
England area. 


Plans for the auction are currently in the 
preliminary stages and a date and location 
for the event have not yet been settled 
upon. The Boston Architectural Center, 
the recently opened Boston Design Center, 
and art galleries on Newbury Street are 
among prospective sites to be approached 
about this idea. 


In the coming weeks, Boston-area archi- 
tects will be queried as to whether they 
would like to contribute or donate 
original sketches and drawings for the 
auction, It is anticipated that the drawings 
submitted will range from preliminary 
sketches to finished presentation 
drawings. 


The New York ADPSR chapter has been 
extremely successful over the past two 
years in raising funds for its activities by 
means of such auctions. A third auction is 
planned in June. The auctions and show- 
ings in New York have included the draw- 
ings and sketches of such architects as 
Mario Botta, Robert Stern, Ricardo 
Bofill, Paul Rudolph, James Stirling, 
Michael Graves and Robert Venturi. 


The Boston area has its own set of 
talented and illustrious (and soon-to-be- 
illustrious) architects whose sketches and 
drawings would appeal to the growing 
ranks of architectural drawing collectors 
and aficionados. 


If you wish to contribute drawings or 
sketches for the auction in the fall or wish 
to work on the organization of the event, 
please contact me at 617-661-1015. 

— Larry Bluestone AIA 
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Cary suggests the right track for ‘‘fast-tracking”’ 


The following article is presented by the 
Professional Practice Committee as a part 
of its continuing series of articles on 
topics of interest to the profession. It is in 
two parts, the second of which will be 
published next month. This article was 
prepared by Richard E. Cary, AIA, Prin- 
cipal and Contracts Officer of Jung/Bran- 
nen Associates, Inc. 


All information provided in this regular 
column is intended to be helpful; how- 
ever, no one should act on it without veri- 
Sying with his/her attorney or other ad- 
visor that this discussion is applicable to 
the facts of his/her particular situation. 


Many construction projects during the 
past several years have been planned and 
built on a ‘‘fast-track’’ basis. That con- 
templates award of a construction con- 
tract based on incomplete construction 
documents . . . and it poses problems for 
the architect. The problems fall into two 
broad categories: 


© Reallocation of risks among the archi- 
tect, owner and contractor, and; 


© Reorganization of the architect’s in- 
house procedures for production, coor- 
dination and issuance of the contract 
documents. 


It is essential that the architect have a 
clear understanding with the owner, ex- 
pressed in the Owner/Architect Agree- 
ment, that the game has changed from the 
classical owner-architect-contractor rela- 
tionship. Fast-track construction usually 
implies a construction manager rather 
than a general contractor and a cost-plus 
contract with a guaranteed maximum 
price rather than a stipulated-sum con- 
tract. The CM typically provides pre- 
construction services and shares some of 
the architect’s traditional bidding and 
construction phase services. 


These alterations of the architect’s tradi- 
tional services are addressed reasonably 
well in the AIA’s forms of agreement be- 
tween owner and architect (B141/CM) 
and owner and construction manager 
(B801), as well as in the General Condi- 
tions of the Contract (A201/CM). Note in 
the first paragraph of B141/CM that 
“*... the Architect’s Basic Services shall 
be provided in conjunction with and in 
reliance upon, the services of a Construc- 
tion Manager . . .’’. The AIA documents, 
however, fail to acknowledge the fast- 
track process properly. They describe a 
tidy, sequential progression from one 
phase of services to the next, based on the 
owner’s acceptance of the previous phase. 
On a large fast-track project, the architect 
may be reviewing with the owner the 
design development of finish work while 
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s/he is in the field observing excavation 
and checking shop drawings for the struc- 
tural frame. 


When design details of the mechanical 
system finally come through, it may be 
found that changes to the steel frame are 
necessary and part of the frame is already 
fabricated. The horror begins, the claims 
for extras mount. The architect is swept 
up in a process over which s/he has less 
than his/her accustomed control. 


At a minimum, the Owner/Architect 
Agreement should be modified to (1) 
acknowledge the overlapping phases of 
the architect’s services and (2) acknow- 
ledge the increased likelihood of change- 
orders due to field conditions, coordina- 
tion requirements, adjustments neces- 
sitated by out-of-sequence design and 
similar reasons unrelated to any fault of 
the architect. 


If the architect maintains the concept of 
reliance upon the CM’s services and adds 
the two acknowledgements by the owner 
mentioned above, s/he has taken a great 
step in refining the standard of care to 
which s/he will be held accountable. 


Next month I will discuss suggested revi- 
sions to the description of the five phases 
of architectural services in the Owner/ 
Architect Agreement to better reflect the 
fast-track process. 

— Richard E. Cary AIA 


Booth sales soar for BSA 
convention and tradeshow 


If booth sales could talk, they would war- 
ble about the imminent success of ‘‘Build 
Boston ’86,’’ the BSA extravaganza on 
November 19 and 20 in Boston’s World 
Trade Center. 


In part, product and service suppliers 
come to the BSA event because of the 
broad industry participation. So far this 
year, the following industry associations 
have signed up: 


ABC BSCE IFMA NERC 
ACEC CSI IFRAA RI/AIA 
AGC DCPO_ IMI SFPE 
AISC IBD MSPE SMPS 
APA IDSA NAWIC 


Can you identify all those acronyms? (If 
so, you’ve got too much time on your 
hands.) 


To be sure your suppliers and vendors get 
a shot at a booth, urge them to call Paula 
DiFoggio now at 617-965-0055 or Richard 
Fitzgerald at 617-267-5175. 


Axioms & artichokes 


“The city needs a new master plan. Its 
long-term ambience is by no means 
assured . . . the city government and state 
government are focusing on projects — 
projects are much more interesting than 
plans — and that worries me.’’ — former 
BRA director Ed Logue in a 1986 BSA 
lecture 


“The fate of the architect is the strangest 
of all. How often he expends his whole 
soul, his whole heart and passion, to pro- 
duce buildings into which he himself may 
not enter.’ — Goethe in Elective 
Affinities 


“The surest test of the civilization of a 
people — at least, as sure as any — af- 
forded by mechanical art is to be found in 
their architecture, which presents so noble 
a field for the display of the grand and 
the beautiful and which, at the same time, 
is so intimately connected with the essen- 
tial comforts of life.”” — William Hickling 
Prescott in The Conquest of Peru (/847) 


“Charm for acquiring business and calling 
in customers: By having it, you will 
become rich, and you will be successful. 
The charm is marvelous and is called the 
little beggar . . . Take beeswax that has 
not been heated and fashion a man having 
his right hand in the position of begging 
and having in his left a bag and a staff. 
Let there be around the staff a coiled 
snake, and let the man be dressed in a gir- 
dle and standing on a sphere that is made 
of a coiled snake, like Isis. Stand it up in 
a single block of hollowed-out juniper, 
and have an asp covering the top as a 
capital. Fashion him during the new moon 
and consecrate him in a celebrating mood, 
and read aloud the spell over his members 
after you have divided him into three sec- 
tions — repeating the spell four times for 
each member. After you have set him up 
high on the place you have chosen, sacri- 
fice a wild ass with a white forehead and 
offer it to him whole, and then roast the 
inward parts over the wood of willow and 
eat them.’’ — from The Greek Magical 
Papyri in Translation (Including the 
Demotic Spells) ed. by Hans Dieter Betz 
(excerpted in Harper’s, 5/86) 


“It’s very important to keep places look- 
ing different. Architects have to be very 
sensitive to what’s local and try to re- 
spond to it, whether it’s the climate or 
cultural tradition or local materials. The 
world is becoming a sink of uniformity. 
It’s a dreadful prospect . . . You don’t 
want to feel at home when you travel; you 
want to feel that you’re in a foreign place. 
Unless you’re a nitwit.’’ — Boston critic 
Robert Campbell AIA in an interview in 
Boston’s This Week (4/24/86) 


Architects set to adopt 
new code of ethics 


At the AIA Convention in San Antonio 
this month, AIA members will be asked 
to adopt a new code of ethics. The pro- 
posed code, drafted by a national task 
force, evolved from a BSA/MSAA draft. 
Peter Forbes FAIA, who has played 
pivotal roles in the drafting of the Boston 
and national documents, comments on the 
proposed code. 


The questions most frequently raised by 
AIA members concerning the proposed 
code are: (1) Will a mandatory code in- 
crease the members’ liability in an era of 
higher insurance costs and frequent litiga- 
tion; and (2) Will a mandatory code, if 
enforced, expose the AIA to legal attack 
by disgruntled architects who have been 
punished and/or the U.S. Justice Depart- 
ment. To address these questions ade- 
quately, I think it is worthwhile to look 
first at the larger question of the AIA’s 
presumed need for a mandatory code. 


There are, of course, a multitude of 
reasons for having a code, but most 
derive from three central concerns: 


© The first reason is, possibly, in the 
motherhood and flag category but 
nevertheless of real importance. This is, 
that there be a clear exposition of what 
the AIA stands for. There must be a 
statement that the AIA is not just a 
good-old-boys club, not just a printing 
office for contract forms, not just a 


lobbying force but, rather, is an 
organization that holds certain ‘‘truths 
to be self-evident’’ and is willing to en- 
force them. 


* Closely related to this is the notion that 
membership in the AIA requires more 
than meeting the minimum standards 
set by registration law. Rather than be a 
synonym for ‘“‘registered architect,”” 
AIA should impose and announce an 
adherence to higher principles, in fact, 
obligations to the public, clients, and 
the profession. It should be recognized 
that these principles do not imply 
specific contractual conditions but are 
standards that establish an atmosphere 
of professional behavior in which the 
member works. 


¢ Thirdly, following from the above, is 
the importance of public perception of 
the responsibility of the profession for 
its acts and the conduct of its members. 
This has immediate and obvious im- 
plications for the profession’s continued 
efforts to explain the value of using an 
architect. More importantly, if archi- 
tects are going to be successful in their 
efforts to gain legislative relief from the 
burden of professional liability claims, 
they must demonstrate that the profes- 
sion takes an active interest in policing 
itself. A mandatory code of ethics is a 
clear indicator of this resolve. Con- 
versely, if the proposed code were re- 
jected by the membership, the result in 
the public’s perception of the profession 
would be, quite literally, disastrous. 


Nuclear resort community 
proposed at Seabrook 


NRC Realty (Nuclear Recycling Con- 
sultants) has proposed the world’s first 
Nuclear Resort Community at the contro- 
versial Seabrook Nuclear Power Facility in 
New Hampshire. This spectacular radia- 
tion-proof condominium residence in 
Hampton Beach was recently introduced 
to the public through a newspaper real 
estate advertisement headlined, ‘‘Why 
Evacuate?’’ The luxury Seaside Radiation 
“‘Cottages’’ are priced at $300,000 and 
beyond. 


““‘Be prepared for the worst in the best of 
comfort’ is our motto,’’ remarked Direc- 
tor Jay Critchley of NRC Realty. ‘‘Cher- 
nobyl is a stark reminder that nuclear 
technology is dangerous, that there will be 
radiation leaks and meltdowns and we 
can’t run from them, so we might as well 
live with it in style’? he added with a 
smile. Additional proposals for affor- 
dable, radiation-proofing of existing struc- 
tures will be forthcoming. 


NRC Realty considers a Seaside Radiation 
“‘Cottage’’ unit a wise investment for 


If these basic concerns are to be genuinely 
satisfied, the code that is adopted must be 
a clear and enforceable document and its 
enforcement procedures must be fair and 
understandable. Both in terms of its 
usefulness and application within the pro- 
fession and its ability to withstand judicial 
scrutiny, the code cannot violate existing 
law, including anti-trust law, nor can it 
deny proper rights of hearing and appeal, 
that is, ‘‘due process.’’ 


To these ends, the proposed code has 
been subjected to intense analyses and 
deliberation by the AIA Task Force, by 
members and by legal counsel from 
chapters around the country and in-house 
counsel at AIA headquarters. Preliminary 
advice from the Justice Department in- 
dicates the code is not contrary to present 
law. Upon receipt of the now-final draft, 
the Justice Department will review the 
code once again and issue a ‘‘Business 
Review Letter,’’ formal acknowledgement 
that the code, as reviewed, conforms to 
the law. 


Initial rules for enactment and enforce- 
ment have been drafted. However, it is 
proposed that, upon passage at the con- 
vention in San Antonio, the National 
Judicial Council, with legal assistance, will 
augment and define these procedures to 
further ensure the fair, impartial and 
orderly enforcement of the code. 

— Peter Forbes FAIA 
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those used to an upscale lifestyle, even at 
Seabrook. The introduction of Louver 
Lead® window treatments offers yet 
unspoiled vistas of the nuclear facility 
across Hampton Harbor with the assur- 
ance of protection should it melt down. 
“A residence with your future in mind — 
free of anxiety over meltdowns, bomb 
fallout, or evacuations,’’ reads the display 
ad. The one- and two-bedroom units in- 
clude such amenities as passive solar 
design for post-meltdown comfort, a 
Jacuzzi, tanning and workout area, cable 
TY, grill, and a microwave oven. 


And if for some reason licensure is 


denied, Critchley added, property values 
will undoubtedly rise, with the plant 
becoming the centerpiece of the Nuclear 
Resort Community — a National Nuclear 
Monument and tourist attraction. 


The NRC was founded by Critchley in 
1983 to convert and recycle facilities and 
sites of the entire nuclear fuel cycle to 
productive community use. Its initial pro- 
posal, ‘‘Three Mile Island Historic 
Nuclear Park and Planned Community — 
A Symbol of National Pride’’ (see the 
February 1986 edition of the Chapter- 
Letter) has generated extensive inter- 
national interest and discussion. 


Architects aiding students 
and art teachers 


“How can architects serve as community 
resources for art teachers?’’ This question 
was addressed by Roger Goldstein AIA, 
chairman of the BSA’s Outreach Commit- 
tee, on May 2, at the Spring Conference 
of the Massachusetts Art Education 
Association. As one member of a panel 
that included a parent organizer, a 
museum professional and an artist, Golds- 
tein described the Outreach Committee’s 
activities and suggested ways that archi- 
tects could be called upon to supplement 
or enrich the curricula of Massachusetts 
schools. These art teachers were encourag- 
ed to use the BSA/MSAA to match archi- 
tects with local schools. 


A few days later, on May 6, was the 
BSA’s third ‘‘almost annual’? Outreach 
Day for high school students interested in 
architectural careers. Twenty students and 
teachers from Cambridge Rindge, Brook- 
line High, Charlestown High Design Pro- 
gram and Somerville High were treated to 
a series of programs designed to heighten 
students’ awareness of career options and 
role models, educational requirements and 
even the nuts-and-bolts side of practice. 
Roger Goldstein AIA, Wendy Baker, 
John Hennessy, Richard David and Jeff 
Stein spoke of their backgrounds, educa- 
tion and career paths. After discussions 
and lunch, the students were given a tour 
of Kallman McKinnell and Wood’s new 
offices by Henry Wood AIA. The day 
concluded with a ‘‘thand-waving”’ verbal 
tour of the Hynes Auditorium construc- 
tion site. 


One outgrowth of such activities may be 
programs in which BSA members might 
provide design instruction to complement 
the curricula of several of these schools. 
Anyone interested in serving in such a 
capacity should call Roger Goldstein at 
617-262-2760 (Goody, Clancy & 
Associates). 


Nine local students win 
national AIA schola”ships 


The 1986 AIA Scholarshiy recipients in- 
clude Massachusetts stude :s at the BAC, 
GSD, MIT, RISD and a Massachusetts 
resident at Rice. The recipients are: 


Thomas Chalmers, Cambridge (MIT) 
Virginia Hodgden, Jamaica Plain (BAC) 
Eric Gresla, Cambridge (GSD) 

Douglas Meiklejohn, Cambridge (GSD) 
Kate Sherwood, Dorchester (BAC) 
Steven Smith, Stoughton (RISD) 
Elizabeth Wastler, Marblehead (Rice) 
Elizabeth Williams, Cambridge (GSD) 
Charlene Ying, Cambridge (MIT) 


Scholarship awards range from $500 to 
$2,500. For more information, call 
202-626-7353. 
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Awards banquet brings out 
the best and the beautiful 


The BSA’s Annual Awards Banquet in 
Quincy Market last month brought over 
300 members and friends together to 
honor a broad range of award-winning 
architects and other professionals and 
students. 


Many of the award-recipients are evident 
in the photos on these pages. The full list 
is as follows: 


Boston Exports Awards. (Photos on page 
9.) Cambridge Seven Associates for the 
Basketball Hall of Fame in Springfield, 
Mass.; Earl R. Flansburgh + Associates 
for Founders’ Dormitory, WPI, 
Worcester, Mass.; The Stubbins 
Associates for Pacwest Center, Portland, 
Oregon; and Benjamin Thompson & 
Associates for the Pier 17 Pavilion in New 
York City. 


Rotch Travelling Scholarship. J. Scott 
Kilbourn of Cambridge and GSD is the 
1986 Rotch Scholar. The 1986 Alternate is 
Mark K. Moeller of Boston, a graduate of 
the University of Minnesota. The Rotch 
Scholar receives a $14,500 award. 


BSA/BAC Scholarship. The annual 
$3,000 BSA Scholarship for BAC fifth 
year and/or thesis students went this year 
to Kenneth K. Filar of Boston. The 1986 
Alternate is D. Marc Knittle, also of 
Boston. 


Commonwealth Award. The first annual 
BSA Commonwealth Award, conceived to 
honor an institution, a program, an event, 
an idea that has had an unusually positive 
influence on the built environment and 
our awareness of it, was presented to 
“First Night.’” 


“First Night’’ production coordinator 
Michele Furst, associate director Ed Bax- 
ter and president Zeren Earls luxuriating 
in the knowledge that their next produc- 
tion is still nine months away. 


Boston Exports Awards winners Ben 
Thompson FAIA, Paul Dietrich FAIA, 
Earl R. Flansburgh FAIA and Richard 
Green AIA caught unexpectedly in a can- 
did moment while unaware of our subtle 
and inconspicuous photographer. 


Rotch Travelling Scholarship alternate 
Mark Moeller, winner J. Scott Kilbourn 
and juror Elliott Rothman AIA pose 
effortlessly in front of competition 
boards. 


BSA/BAC Scholarship award-winner Ken- 
neth Filar, alternate Marc Knittle and jury 
chairman Dan Bernstein AIA finally relax 
after the grueling design charrette. 


“First Night’’ founder Clara Wainwright 
mesmerizes stoic BSA President Jim 
Crissman FAIA, 
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New Titles in The Architectural Bookshop 


The Bookshop is operated by the BSA as a service to the profession and the public. 
All BSA/MSAA/AIA members enjoy a 10% discount on all purchases. 
BSLA and ASID members also enjoy a special discount. 


Preserving New England; by Jane 
Holtz Kay with Pauline Chase- 
Harrell. Pantheon. 214 pp. $29.95/ 
$17.95 pb. 


This is more than just a picture book of 
splendid estates, nature preserves and 
urban neighborhoods — it is a manual on 
how to keep them. The authors bring to 
life the drama of New Englanders fighting 
to revive once-defunct Main Streets or 
halt the hardtopping of farmland and 
clarify the broader preservation and con- 
servation issues behind the scenes. Both a 
primer for action and a lively photo- 
graphic narrative, the book gives us an in- 
delible picture of the way New England is 
— and of what it may become. 


The Design of American Housing: 

A Reappraisal of the Architect’s 
Role; by Robert Gutman. Publishing 
Center for Cultural Resources. 58 pp. 
$5.95 pb. 


“This monograph discusses the participa- 
tion of professional architects in the hous- 
ing industry in the United States. The 
principal conclusion of the study is that 
architects are indeed active in home-build- 
ing design and related operations, 
although the forms their practices take 
differ very much from the idealized 
description of the architect’s role that is 
common in professional circles. The 
various forms of housing practice are the 
main subject of the monograph.” (From 
the Preface) 
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Book descriptions provided below have 
been adapted from publishers’ notices by 
Bookshop Manager Ray Nadeau. 


A Concrete Atlantis: U.S. Industrial 
Building and European Modern 
Architecture; by Reyner Banham. 
MIT. 266 pp. $25.00. 


In a book that suggests how good 
‘Modern’ was before it went wrong, the 
author details the European discovery of 
the ‘‘concrete Atlantis’’ and examines a 


number of striking architectural instances 
in which aspects of the International Style 


are anticipated by U.S. industrial 
buildings. 


A Concrete Atlantis 


617-262-2727 


66 Hereford St. 
Boston, MA 02115 


66 Hereford St. 
(opp. BAC) 


Order by phone 
Order by mail 


Order by foot 


Order by plastic 


MasterCard, American Express (or 
open a Bookshop charge account) 


9-8, Mon.-Thurs.; 9-5, Fri. & Sat. 


Over 4,000 titles. 
Gift certificates are available. 
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Flight of Fancy: The Banishment and 
Return of Ornament; by Brent C. 
Brolin. St. Martin’s. 338 pp. $30.00. 


“An important book . . . beyond 
reasonable doubt, Brolin acquits orna- 
ment of any and all charges that have ever 
been leveled against it. With breathtaking 
and impeccable scholarship, he argues, 
among other things, that the modernists 
themselves committed the heresy. They 
only disguised the natural human lust for 
ornament in various ways. [This book] ex- 
plodes a tenacious myth that has stunted 
twentieth-century architectural creativity.’’ 
(Wolf von Eckardt) 


Arabic-Islamic Cities: Building and 
Planning Principles; by Besim Selim 
Hakim. KPI Limited. 192 pp. $75.00. 


This is a study of vernacular architecture 
covering the Middle East and North Africa 
and particularly concentrating on the inter- 
action between religion and society and 
building practice and city planning in these 
areas, based on various sources, some of 
which date to the 14th century. 


We will charge your order over the 
phone and we will ship books any- 
where in the world. We will gift-wrap 
at no extra charge. 


The Bookshop carries the most com- 
plete inventory of AIA documents in 
New England as well as local and na- 
tional building codes and regulations. 
In most cases, same-day delivery ser- 
vice is available. 


We carry a large selection of cards, 
calendars, datebooks, posters and 
prints. 
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Object of Desire: Design & Society 
From Wedgewood to IBM; by Adrian 
Forty. Pantheon. 256 pp. $24.95. 


The design of objects, far from having a 
slavish dependency on their function, en- 
dows them with a profound cultural 
significance. This new book, with over 
250 illustrations, demonstrates freshly and 
vividly the vast extent of design’s in- 
fluence on our lives and minds. 


Of special interest 


Ottagono. Quarterly. $9.00. An award- 
winning Italian design journal, now avail- 
able in English. It covers all aspects of 
design: furniture, interiors, architecture, 
industrial, product, graphic and fashion 
design. 


Introduction to Computer-Aided 
Drafting; by Donald D. Voisinet. 
McGraw-Hill. 274 pp. $17.95 pb. 


Architectural CAD Lab Manual; by 
Thomas L. Obermeyer. McGraw-Hill. 
210 pp. $13.95 pb. 


Massachusetts Condominium Law; by 
Barry Brown and Bernard V. Keenan. 
Butterworth Legal Publishers. 599 pp. 
$130.00. The text and materials presented 
in this volume offer sample documents, 
detailed annotations, illustrations, and 
suggestions concerning the numerous 
issues confronted by attorneys represent- 
ing those individuals involved in a 
condominium-related venture. 


Eliel Saarinen: Finnish Architect and 
Educator; by Albert Christ-Janer. 
Foreword by Alvan Aalto. Revised 
Edition. University of Chicago. 169 
pp. $17.95. ‘‘An elegant, understated 
book. Described by Saarinen as the defini- 
tive biography of himself.’’ (Oppositions) 


Letarouilly on Renaissance Rome: 
The Student’s Edition of Paul 
Letarouilly’s Edifices de Rome 
Moderne and Le Vatican et la Basili- 
que de Saint-Pierre; by John Barr- 
ington Bayley. Architectural Book 
Publishing Company. 157 pp. $14.95. 
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Places as Art; by Mike Lipske. 
Publishing Center for Cultural 
Resources. 93 pp. $14.50 pb. 


“The term ‘places as art’ challenges us to 
look at our environment — and at art — 
in a new way. Usually we think of art as 
an object — something that hangs in a 
gallery — or as an event that takes place 
on a stage. Yet, places can be works of 
art too. They can satisfy our desire for 
beauty, stir our deepest feelings, link us to 
our history.’’ (From the Foreword) Nicely 
illustrated with black and white and color 
photos, the book also contains a chapter 
on Boston. 


Now available in paperback 


Architecture As Art; by Stanley Aber- 
crombie. Harper & Row. 176 pp. 
$9.95. ‘‘A thoughtful introduction to 
architecture for the layperson or the 
beginning architect but which also can 
bring new insights to an architect at any 
level of sophistication . . . a quiet, ex- 
tremely well-written book that needs to be 
closely read and savored. So treated, it 
will yield treasures of wisdom and percep- 
tion.’’ (Robert Campbell AIA, Architec- 
ture) 


Contemporary Spanish Architecture: 
An Eclectic Panorama; by Anton 
Capitel and Ignacio Sola-Morales. 
Rizzoli. 140 pp. $25.00. This book 
covers the evolution of Spanish architec- 
ture over the past three decades, citing 26 
projects and text by the noted Spanish 
scholars. 


The Unsheltered Woman: Women 
and Housing in the ’80s; Edited by 
Eugenie Ladner Birch. Center for 
Urban Policy Research/Rutgers Uni- 
versity. 313 pp. $17.95. This collection 
of essays tackles three issues: how to 
define gender-related needs, how to plan 
responsive projects and programs, and 
how to design implementation strategies. 
It provides a comprehensive view of hous- 
ing analysis directed to women. 


Vienna 1913: Josef Hoffmann’s 
Gallia Apartment; by Terrence Lane. 
National Gallery of Victoria. 88 pp. 
$35.00. An exhibition catalog of Hoff- 
mann’s designs for the interiors, furnish- 
ings, furniture and artifacts for the Gallia 
apartment in Vienna. From a 1984 show 
at the National Gallery of Victoria in 
Melbourne. 


The Hot House: Italian New Wave 
Design; by Andrea Branzi. MIT 
Press. 156 pp. $15.00. 


Bath Design: Concepts, Ideas, and 
Projects; by Philip Mazzurco. 
Whitney. 160 pp. $27.50. 


This is a book about the design and 
redesign of bathrooms that shows and 
tells everything the interior designer, archi- 
tect and serious home decorator wants 
and needs to know about bath design. It 
demonstrates how more than 50 of 
today’s most-watched professionals 
achieved the looks their clients asked for 
— and more. 


The latest edition of The Architec- 
tural Bookshop Catalog is now avail- 
able. It is the most comprehensive 
listing yet of Bookshop inventory. A 
must for everyone. The 115-page 
Catalog retails at $3.50. 
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1986 Boston Exports Awards 


Jurors: William Porter FAIA (Chair), Sherrie Cutler AIA, 
Ken MacLean AIA, Peter Rowe Hon. BSA, Don Stull FAIA. 


bE be ea eet ee oR : 


Cambridge Seven Associates: Basketball Hall of Fame, Springfield MA. 
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Earl R. Flansburgh + Associates: 


The Stubbins Associates: Pacwest Center, Portland OR. 


Benjamin Thompson & Associates: Pier 17 Pavilion, New York NY. 


Tesserae 


The new State Board of Building Regula- 
tions and Standards newsletter praised in 
this space last month is nor available by 
mail as originally reported by that agency. 
Given the demand, according to SBBRS’ 
Charles Dinezio, the newsletter is available 
to those willing to pick it up at the 
SBBRS office (call 617-727-3200 to deter- 
mine publishing schedule and availability). 
* 


Beginning with its May 16 issue, the N.E. 
Real Estate Journal includes a BSA page 
— a one-page, BSA-produced report — 
that is to be a monthly feature of the 
Journal. While the BSA news printed in 
the Journal will be drawn from the 
ChapterLetter, it should reach a different, 
broader readership. Comments encour- 
aged. 

* 


Commenting in the 4/15 issue of The Tab 
on how the new Boston Civic Design 
Commission might prevent lawsuits 
against large development projects, BRA 
director Stephen Coyle noted: ‘‘If you’re 
an economist, the design commission is a 
wealth transfer from lawyers to 
architects.”” 

* 


Build Boston ’86 
The BSA Convention 
November 19-20, 1986 

World Trade Center/Boston 
Plan for it now. 


Tell your clients & vendors. 

They will want booth space 

and we’re running out of it. 
Tell them to call 617-965-0055. 


* 


Need a graphic designer? The BSA recom- 
mends Margaret Patterson Design and Art 
Direction. Architects, developers and 
allied professionals use Patterson for 
logos, company brochures, sales kits, 
presentation portfolios and other design 
work. She’s good; call 617-424-1236. 
* 


Lawrence B. Anderson FAIA and others 
are leading the fund-raising effort for a 
new Robert Bradford Newman Student 
Award Fund. The Fund, named for the 
MIT/GSD faculty member and Bolt 
Beranek and Newman founder, will 
recognize merit in architectural acoustics. 
For donor and other information, call 
617-259-9299. 

* 


Spaulding Brick is hosting the ‘‘40 Under 
Forty’’ exhibit of the work of young 
British architects now touring the U.S. 
The exhibit, organized by RIBA and 
juried by Richard Rogers and others, will 
visit Washington, New York, Philadel- 
phia, and Baltimore before coming to 
Boston in August. Call 617-666-3200 for 
details. 
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The BSA Energy Committee, quiescent 
for the last six months, is making a come- 
back. Chaired this year by Richard Ness 
AIA, the Committee will meet on the sec- 
ond Wednesday at noon at the BSA each 
month (except August). For information 
on the Committee, call Ness at 
617-661-0165 (ADD Inc.). 

* 


Sketches: ‘‘A street with no buildings for 
a minimalist architect’’ is the 5/11/86 
Globe headline on a report that Chicago 
has named a street with nothing on it 
after Mies . . . The BSA’s client reference 
file of architecture firm brochures is 
burgeoning. Is yours in the file? If not, 
send it now to the BSA .. . In last 
month’s issue, as an insert, was a green 
computer-use questionnaire — please 
complete and return it now . . . Architect 
as hero? Not quite. Phil Cat, Architect, is 
the bad guy in a children’s book called 
Detective Mole and the Haunted Castle 
Mystery . . . Happy Silver Anniversary to 
Shooshanian Engineering Associates . . . 
Charrette Corporation has acquired/ 
merged with Boston Blue Print . . . 
IFRRA’s updated pamphlet, ‘‘The Archi- 
tect and the Congregation,”’ an excellent 
resource for architects and clients, is now 
available for 50¢ from IFRRA, 
202-387-8333 . . . What does 1.618:1 
mean to you? 

* 


Reminder: The BSA is still seeking a 
2,500-s.f. to 10,000-s.f. home — offices, 
bookshop, lecture and meeting space, etc. 
Donations, bargains, condos — contribute 
a building and we’ll name it after you. 
Send deed to 305 Newbury Street, Boston. 
Gifts of buildings will be acknowledged 
with considerable fanfare (or anony- 
mously, if you wish). Don’t tarry. 
Thanks. 

* 


Plan a vacation. 


* 


The Architects Handbook of Professional 
Practice remains the finest general practice 
resource available — it is loaded with in- 
formation on almost every aspect of archi- 
tecture practice and looms as one of 
AIA’s finest efforts on behalf of its mem- 
bers. If you don’t have a copy of this 
resource, call the Bookshop at 
617-262-2727. 


The AIA (founded in 1857) is, according 
to Association Management magazine, the 
58th oldest American association, behind 
the Carpenters’ Company (#1; 1724), the 
Flat Earth Research Society International 
(#9; 1800), the National Academy of 
Design (#16; 1825), the AMA (#34; 1848) 
and the ASCE (#49; 1852). 

* 


The new Boston Foundation for Architec- 
ture is not only growing financially (see 
story on Charrette gift in this issue), it 
also is attracting media attention. News 
on the Foundation has appeared in local 
papers such as the New England Real 
Estate Journal and recently in both Pro- 
gressive Architecture and Architectural 
Record. 

* 


The Greater Boston Chamber of Com- 
merce is seeking nominations for its 
“‘Small Business of the Year Awards."’ 
The deadline is June 30; Chamber 
membership is not required; self- 
nominations are in order. Call 
617-426-1250 for details. 


**How to obtain state work”’ 
and other advice available now 


In 1984 the ChapterLetter published ex- 
cerpts from a discussion between then- 
chairman of the Massachusetts Designer 
Selection Board (DSB) Bernard Spring 
FAIA and BSA Program Committee 
representative Ken DiNisco AIA. The 
discussion explored in detail the DSB 
application process, review procedures, 
required consultants’ roles, the short-list 
process, the master file, advice for first- 
time applicants and other issues. 


At the DSB’s request, we have reprinted 
that ChapterLetter transcript and will 
send a copy to anyone who sends a 
stamped (22¢), self-addressed #10 envelope 
to the BSA, 305 Newbury St., Boston 
02115. (Non-members must also enclose a 
$1.00 handling fee.) 


In addition to this reprint, the BSA also 
can provide a series of single-sheet guides 
on ‘‘How to Obtain State Work.’’ For 
more on all this, call the BSA at 
617-267-5175. 


To all readers/writers 


August is, as the French never say, a 
good time to go to the strand. And 
we do. There is no ChapterLetter in 
August. If you have news of August 
activities you believe must be in the 
ChapterLetter, such news must be 
received by June 10 for the July 
issue. May the sun shine on your fees 
and make them grow. 


Opportunities 


Competitions/A wards — Harleston 
Parker Award nominations are still time- 
ly; write Stuart Solomon AIA, Jury 
Chairman, c/o BSA . . . $10,000 ‘‘Los 
Angeles Prize’’ honors excellence in archi- 
tectural innovation; deadline for reg. is 
7/15; 213-659-2282 for info... NEA 
design project grants & individual 
grants/fellowships for designers; multiple 
deadlines; 202-682-5437 for info... 
AISC Steel Bridge Competition; 7/22 
deadline; 312-670-2400 . . . Builder’s 
Choice Design & Planning Awards; 6/20 
deadline; 202-737-0717 . . . Halo Lighting 
Awards; 6/6 deadline; 312-222-1060 . . . 
Precast, prestressed and/or architectural 
precast concrete design awards; 8/1 
deadline; 312-346-4071 . . . City of Austin 
growth and resource design proposal com- 
petition (energy, water, landscape & build- 
ing issues); 6/16 deadline; Rebecca Cobos, 
512-441-9240 . . . Downtown redevelop- 
ment awards; 6/30 deadline; Margaret 
DeWitt, 212-206-7979 . . . Architectural 
Perspectivists competition; 6/30 deadline; 
617-527-6790. 


Workshops/Conferences — PSMJ work- 
shop on “‘Simplified Financial Manage- 
ment’’ (6/11 in Boston); 617-965-0055 . . . 
“*How to Design a Passive Solar 
Building’’ (10 successive Wednesdays beg. 
6/18; BAC) 617-536-3170 . . . ‘“‘Tops for 
Towers’’ (6/28-29; Boston); Oasis Studio 
design charrette; 617-423-0070 (Mark 
Nielsen)... ‘‘Safety, Health and Ventil- 
ation Issues in the Laboratory’’ (course 
for architects et a/.); Harvard Sch. of 
Public Health; 7/9-11; 617-732-1171 . . . 
M.I.T. Center for Real Estate Develop- 
ment summer prof. dev. program; 
617-253-4373 . . . ‘Developing Apartment 
Housing”’ (7/7 in Boston); Northwest Ctr. 
for Prof. Educ., 800-426-5575 . . . Int’l 
Design Conf., Aspen, 6/15-20; 
303-925-2257. 


OK, Scotty, T'VE DONE ALL L 


CAH TO REFORM THIS PLANET. 
BEAM ME UP! 


New Ap en, 


MAO-WEEK DAYDREAMS 


Reprinted courtesy of H. L. Schwadron 


Exhibits/Lectures/Tours — ‘‘Boston By 
Slide,’’ a slide-lecture on Boston’s archi- 
tectural history; available to rent with 
speaker ($50.00); Boston By Foot, 
617-367-2345 . . . BSA lecture on 
“Forgotten Architects and Engineers of 
Meso-America’’ (see p.1) . . . ‘40 Young 
Architects in Great Britain Under Forty,” 
a RIBA exhibit at Spaulding Brick, 
Somerville, 8/20-29; 617-666-3200 . . . 
Oasis Studio presentation by Tom Barrie 
(‘The Thoughts and Architecture of 
Louis I. Kahn’’); 6/26; 617-423-0070 
(Tom Barrie) . . . “‘Raising Roofs, Build- 
ing Peace,’’ a presentation by Architects 
& Planners in Support of Nicaragua; 
MIT, Rm. 9-150, 105 Mass. Ave., 6/9; 
617-522-5994 . . . Boston By Foot archi- 
tectural tours for adults & children; ‘‘tour 
of the month”’ is the North Slope of 
Beacon Hill, 6/29, 2 p.m.; 617-367-2345 
. .. “Transforming the American 
Garden: 12 New Landscape Designs’’; 
State St. Bank, Boston, through 6/20 
(617-786-3381) . . . ‘The Olmstead 
Brothers and D. W. Field Park,’’ 
Brockton Art Museum, through 6/15, 
617-588-6000 . . . ‘Mayan Architecture of 
the Yucatan,”’ a presentation by Chris 
Carlyle, 6/5; T. M. Barrie, 617-423-0070 
. .- Tour of England & Scotland, 
8/30-9/14, Kansas State Coll. of Arch., 
913-532-5951 (Mark Lapping)... AIA 
architectural study tour to the Orient 
(8/86) & Paris (9/86); Kim Hollenkamp, 
202-626-7584 . . . Tour of China led by 
Michael S. Myles AIA, 8/4-26/86; Folk- 
ways Institute, 14903 S.E. Linden Lane, 
Oak Grove, OR 97267-2732; 800-547-7400 
x12... AIA Tour of China, 10/86; 
Murray McNeil, 415-832-5242, or Harold 
Martin, 415-930-6453 for info . . . East 
Bay/AIA tour of China, 10/3-10/27, 
415-893-6834 . . . National Trust for 
Historic Preservation tours to Florence 
(6/15-29), the Black Sea (7/26-8/8), New 
York (8/2-10), the Danube (8/17-30), 
England’s Stately Homes (9/1-14), 
Southern Europe (9/14-27), Scotland 
(9/25-10/6), Chicago (10/20-24), S.E. 
Asia & Australia (12/12-1/8); 
202-673-4138. 


Publication Opportunities — Award- 
winning house designs that exemplify solar 
or energy-efficient solutions now being 
sought for publication in Solar Age; call 
Jerry Germer, 603-827-3347 . . . Boston- 
based Touchstone invites submissions for 
special issues on space architecture, urban 
images, American architecture, emerging 
technologies; write T. M. Barrie, 11 
Sheafe St. #7, Boston 02113 (Touch- 
stone is available at The Bookshop, 
617-267-2727.) . . . For residential restora- 
tions, send brief, typed project description 
to ‘Open House’’; for projects involving 
historic rehab. & adaptive use, send info 
to ‘‘Ventures’’; Historic Preservation, 
1785 Mass. Ave. NW, Wash., DC 20036. 


Miscellaneous publications 


(Although publications listed here are ac- 
companied by direct-order data, we sug- 
gest you first try The Architectural Book- 
shop, 617-262-2727, which has almost 
everything and will order what it lacks.) 


‘Preserving the British National Heritage: 
A Guide to Sources of British Grant-Aid 
for Conservation’”’ by Maura Smith, publ. 
by Nat’! Heritage Memorial Fund and 
US/ICOMOS (10/85); copies of manu- 
script available at the BSA (617-267-5175) 
for $10.00 ($5.00 for members) . . . Fire 
Safe Building Design is the 60-page Stu- 
dent Manual used in the workshop co- 
sponsored by the BSA and the National 
Fire Academy. Two of these comprehen- 
sive manuals remain and are available to 
BSA/MSAA members for $25.00 and 
non-members for $50.00. Send check to 
BSA or pick up manual in BSA office 
(617-267-5175) . . . “Owner, Architect, 
Contractor Relationships: A Project 
Guide,’’” MSAA, 305 Newbury Street, 
Boston 02115 (617-267-5175); $2.00 to 
MSAA members, $3.00 for non-members 
. . . Numerous free BSA/AIA flyers, 
brochures, miscellaneous publications; in 
the BSA’s ‘‘members shelves,’’ 305 
Newbury Street, Boston . . . See also the 
AIA Member’s Resource Catalog for a 
variety of additional publications. If 
you’re an AIA member, you received a 
catalog; if you’re not an AIA member, 
you’re treading on thin professional ice. 


The ChapterLetter 


The BSA ChapterLetter is published on 
the first of each month (except in August) 
by the Boston Society of Architects, 

305 Newbury St., Boston MA 02115 
(617-267-5175). The ChapterLetter is a 
service to BSA members, members of the 
Massachusetts State Association of Archi- 
tects and the public. (For out-of-state sub- 
scription information, call 617-267-5175.) 
The BSA is a nonprofit, membership ser- 
vice organization and has been an advo- 
cate of architectural excellence and public 
awareness of architecture since 1867. 
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Letters to the editor, suggestions, criti- 
cism, encouragement, wit and other com- 
ments are welcome. Typed material in- 
tended for publication must reach the 
BSA by the 12th of the month prior to 
publication; appropriate submissions will 
be edited and published as space permits. 
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Caryatids & Atlantes 


Antonio DiMambro AIA (above), Presi- 
dent of Comunitas Inc., has been named 
a 1986-87 Loeb Fellow at Harvard GSD 

. .. Earl R. Flansburgh FAIA and Hugh 
Stubbins FAIA and their work on the new 
Boston Design Center are featured on the 
cover of Interiors for 4/86. . . In the 
same issue, which focuses on the Boston 
building boom, are features on Earl R. 
Flansburgh + Associates’ Haworth Show- 
room project on Russia Wharf, Cam- 
bridge Seven’s New England Rare Coins 
Galleries project, Jung/Brannen’s work 
on First Commodity Corp. and the col- 
laboration by Andrea Leers AIA and Alex 
Krieger AIA on the Photographic 
Resource Center . . . Robert Campbell 
AIA praises the new Boston Design 
Center (Flansburgh & Stubbins) as a 
“‘public palace’’ in the 4/29/86 Globe. . . 
Jon Warren Look AIA trashes Robert 
Stern’s ‘‘Pride of Place’ tv series in the 
4/28/86 Boston Business Journal . . . In 
the same issue, Larry Bluestone AIA 
wrestles with the aesthetics of parking 
garages . . . Ellenzweig Moore’s Alewife 


Station project is featured in the 5/86 
issue of Art New England... 
CBT/Childs Bertman Tseckares and 
Casendino has named Robert Brown a 
Senior Associate and Margaret Deutsh, 
Douglas Fisher and Elizabeth Redman 
new Associates . . . Don Hisaka FAIA 
served as a juror in the recent Suffolk 
County (NY) Courthouse competition 
won by Mitchell/Giurgola . . . Robert 
Campbell AIA is the featured interviewee 
(and is his usual retiring self) in the 
4/24/86 issue of This Week . . . Stopfel 
Associates has named Thomas Miller AIA 
a Senior Associate and Dale Gienapp a 
new Associate . . . TAC stockholders have 


ADaaMG Wg 


elected Perry Neubauer AIA chairman of 
the board. David Sheffield AIA was 
elected managing director of professional 
and technical services; re-elected directors 
were John Hayes AIA (TAC’s president), 
Roland Kluver AIA and J. B. Jones AIA 
(left to right above: Kluver, Hayes, Jones 
Neubauer and Sheffield) . . . Recent 
issues of the Globe have included stories 


on Stubbins Associates’ Atlantic Ave. and 
Beach Street project (4/20/86) and its col- 
laboration with Earl R. Flansburgh + 
Associates on the Boston Design Center 
(4/25/86), Cole & Goyette’s residential 
work (4/25/86), Vitols Associates’ Water- 
town condos project (4/26/86), Bruner/ 
Cott’s Custom House district office build- 
ing project (4/27/86), Swain Associates’ 
Riverbend Office Park in Watertown 
(5/10/86), Kallmann McKinnell & Wood's 
work on the Hynes Auditorium (5/11/86) 
and Graham Gund Associates’ design con- 
sultancy on the Paine Estate project in 
Brookline . . . Associate Members Sarah 
Graham and Sava Cvek were Citation 
winners in P/A’s Sixth Annual Furniture 
Competition . . . Peter Chermayeff FAIA 
is a featured speaker at the National Con- 
ference of the Society of Environmental 
Graphics Designers at Cranbrook in 
August .. . SBA/Steffian Bradley Asso- 
ciates has moved to 100 North Washing- 
ton Street, Boston 02114; 617-227-6520 

. . . The 4/86 issue of Progressive Archi- 
tecture features Woo & Williams’ Olympic 
Village in Korea . . . In the same issue, 
Harvey Bryan AIA writes on the new 
ASHRAE energy standards and Jeremy 
Scott Wood AIA defends the 
Gwathmay/Siegel proposal for the Gug- 
genheim while disdaining critics . . . Todd 
Lee/FR Clark Associates, Shepley 
Bulfinch and CBT are highlighted in a 
5/5/86 Boston Business Journal article on 
computers in architecture . . . Profes- 
sional Designs Inc. has named Gwendolyn 
McKenzie its new marketing director. . . 


Letters 
Editor: 


I've been a member of the BSA for a number 
of years, but the past six months or so has, in 
my judgment, seen renewed vigor. New pro- 
grams and services have been added and on- 
going ones enhanced. The breadth of services 
has increased to include the interests of 
younger architects and smaller offices. 


As President, Jim Crissman has done a bang- 
up job . . . the organization is stronger because 
of it. 
— K. Edward Alexander AIA, AICP 
Newton, MA 


Editor: 


The Women in Architecture Committee would 
like to thank all of the exhibitors who are par- 
ticipating in the Women in Architecture Exhibit 
1986, which is touring the state. The 51 exhibit 
boards are evidence of the large number of 
women working at and above the Project 
Architect level in the Boston area. 


We are particularly pleased by the large num- 
ber of entries from Sasaki Associates, Ann 
Beha Associates and Leers/Weinzapfel Asso- 
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ciates. These three firms particularly have 
shown great support for their staff architects 
by financing these exhibit entries as well as tak- 
ing advantage of this opportunity for addi- 
tional publicity for their firms. 


This show is expected to travel for the next 
eight months. Watch the ChapterLetter for the 
schedule. 
— Melissa B. Bennett AIA 
Committee Chair 


Editor: 


While Nicaragua is much in the news these 
days, it is presented principally in the context 
of tensions between the Nicaraguan govern- 
ment and our own. Little is reported about the 
efforts of the Nicaraguan people to reconstruct 
their society after 50 years of autocratic rule, 
or about the growing participation of American 
citizens in those efforts. A group of U.S. archi- 
tects and planners has now joined several other 
professional organizations and is providing not 
only technical assistance and material support 
but also physical labor. 


Architects and Planners in Support of 
Nicaragua (APSNICA) was formed as a result 
of a tour by a group of architects and planners 
in 1984 . . . APSNICA is now collaborating in 
the construction of 50 houses on two farming 


cooperatives located in the war-inflicted 
Matagalpa region, 150 miles northeast of 
Managua .. . As fundraising continues, 
APSNICA is planning its fourth tour of 
Nicaragua for June . . . APSNICA will offer a 
presentation on June 9 at MIT (105 Mass. 
Ave., Room 9-15) called ‘‘Raising Roofs, 
Building Peace.’’ The film Living at Risk — 
one middle-class Nicaraguan family describing 
its participation in the new Nicaragua — will 
be shown at 6:30 p.m. Speakers will include 
Martin Diskin (MIT Professor of Anthro- 
pology and expert on Central America) and 
Roberto Chavez (consultant to the World 
Bank, former Director of Urban Planning of 
the Nicaraguan Ministry of Housing and 
Human Settlements, and MIT alumnus). For 
information about this event or APSNICA, call 
617-522-5994. 
— Francine Price 
Jamaica Plain, MA 


Editor: 


The [Harleston Parker] awards program only 
makes ‘‘safe’’ commendations. The award pro- 
gram could be a vital force by commending 
work that is new and interesting by firms that 
could use the public attention. The nationally 
recognized firms do not need the publicity. 
— Juniper Russell AIA 
Waltham, MA 


. . . TRO’s Baptist Hospital in Miami is 
featured in Architecture (4/86) . . . Bruce 
Forbes AIA shows up in an ad for 
AUTOCAD in the same issue of Architec- 
ture... Peter Forbes & Associates’ Deer 
Isle home (the three photos on this page, 
reproduced from last month’s issue of the 
ChapterLetter) is one of the ‘‘Record 
Houses’’ in the 4/86 issue of Architectural 
Record; the project also has received 
nationwide attention as a 1986 AIA 


Honor Award winner. 
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Membership News 


Advanced to Emeritus Status 

Gerhard M. Kallmann FAIA, 
Member Emeritus 

Spiros G. Pantazi AIA, 
Member Emeritus 

H. Morse Payne FAIA, 
Member Emeritus 

Douglas E. Strong AIA, 
Member Emeritus 
(Western Mass. Chapter) 


New AIA Members 

Michael Eugene Bass AIA 
(William J. Gavin Associates) 

Kevin A. Benjamin AIA 
(Benjamin Architects Inc.) 

Gordon A. Bertrand AIA 
(Shepley Bulfinch 
Richardson and Abbott) 

Patrick G. Campbell AIA 
(ADD, Inc.) 

Renee Y. Chow AIA 
(HMFH Inc.) 

M. John Christiansen Jr. AIA 
(Shepley Bulfinch 
Richardson and Abbott) 

Wendy Elaine Edwards AIA 
(Payette Associates, Inc.) 

Joseph C. Gloski AIA 
(Jung/Brannen Associates, 
Inc.) 

Michael B. Hogan AIA 
(ADD, Inc.) 

Liam Myles Lynch AIA 
(Earl R. Flansburgh + 
Associates) 

Katherine Bentley MacPherson 
AIA 
(Earl R. Flansburgh + 
Associates) 

Stephen R. Manning AIA 
(Kendall Taylor & Co. Inc., 
Architects) 

Carl Ronald Ostberg AIA 
(The Stubbins Associates) 


William Barton Powell AIA 
(Goody, Clancy & Associates, 
Inc.) 

Patrick D. Quinlan AIA 
(D. Baugh Associates) 

Fitzwilliam Sargent AIA 
(Payette Associates, Inc.) 

Stephen D. Schreiber AIA 
(Notter Finegold & Alexander 
Inc.) 

Michael W. Schunk AIA 
(Shepley Bulfinch Richardson 
and Abbott) 

Benjamin Hicks Stone II] AIA 
(Stephen L. Faulk & 
Associates) 

Thomas Lee W. Trimble AIA 
(Priestley Associates) 

Robert Carl Troccolo AIA 
(Hohenschau Associates) 


Reinstated AIA Members 

Julian John Borowko AIA 
(Julian John Borowko, 
Architect, Inc.) 

Mark M. Howland AIA 
(Berg/Howland Associates) 

John Murray Schleyer AIA 
(Corporate Concepts) 

Niles O. Sutphin AIA 
(Sutphin Associates, Inc.) 

Richard Hunter Walwood AIA 
(Richard H. Walwood 
Architect, Inc.) 


New Associate Members 
Calvin Price Brook 
(Sasaki Associates) 
Thomas J. S. Burns 
(Thomas J. S. Burns, Designer) 
Janet Dorff 
(Niels Gabel-Jorgensen) 
Dennis Michael Findley 
(Graham Gund Associates Inc.) 
Daniel Jonathan Gainsboro 
(Cranshaw Construction Inc.) 
Grace Stix Guggenheim 
(Payette Associates, Inc.) 


Jane R. Holden 
(Dean Tucker Shaw) 
Mima B. Leivi 
(The Stubbins Associates) 
John D. McDermott 
(Downer and Mostue 
Architects, Inc.) 
Patti A. Mitchell 
(Sterling Associates, Inc.) 
Gregory George Spalding 
(Stephen L. Faulk & 
Associates) 


Transferring to Boston 

Peter Gorer 
(SBA/Steffian Bradley 
Associates Inc.) 

Michael Kennedy AIA 
(Massachusetts Aeronautics 
Commission) 

Alan Stephen Nagle AIA 
(Lane, Frenchman & 
Associates, Inc.) 

Charles A. H. Samson 
(Huygens & DiMella, 
Architects) 

Mark T. Yager 
(Sumner Schein Architects 
& Engineers 


Transferring from Boston 

Catherine M. Knight AIA 
(to Connecticut) 

L. Franklin Lucas Jr. AIA 
(to Baltimore) 


Deceased 

John Radford Abbot AIA, 
Member Emeritus 

George F. Frederick AIA, 
Member Emeritus 

George T. Kelly AIA, 
Member Emeritus 


New Affiliate Members 
Stuart Argus 
Susan Bloom 


New work 


(This is a new ChapterLetter feature that 
reports on new work undertaken by BSA/ 
MSAA architects. Send news to the 
ChapterLetter by the 12th of each 
month.) 


Huygens & DiMella has completed 
Cochituate Place, a 125,000-s.f. office 
building in Natick, and has topped off 
One Memorial Drive, a 19-story office 
tower in Cambridge (featured in the 
4/5/86 Globe) . . . Bruner/Cott is design- 
ing two office buildings in the Custom 
House Historic District, a 12-story, 
150,000-s.f. project at 20 Custom House 
Street and a 10-story, 90,000-s.f. project 
at 21 Custom House Street. 


C. Deborah Bush 
Charles/Donald Associates, Inc. 
Gregory Cole 

Peter T. Crudele 
George Cuker 

Kevin P. Flanagan 
Helen M. Garinger 
Theodore F. Green II 
Margaret Johnson 
David A. LaRocca 
Bill Lipsey 

Janet Montecalvo 
Victoria F. Moran 
Jim Mungovan 

M. Melanie Nordquist 
Stanley C. Paterson 
Janice Stein 


New Student Affiliate Members 
Boston Architectural Center 
Edy Ambroz 

Richard Donahoe 

Arthur Duffy 

Paul Robert Lehr 

Peter F. Pitman 

Douglas J. Ramsey 

Karen Lee Schacht 

Michael J. Small 

Francis Sullivan 

Nicholas N. Timpko 


Harvard Graduate School 
of Design 

Joseph Cincotta 

Anaezi Modu 


Massachusetts Institute of 
Technology 

James A. Bill 

Jun Sochi 

Maria B. Solana 


Wentworth Institute of 
Technology 

Peter Brennan 

David L. Webster 
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The Boston Society of Architects 
305 Newbury Street 

Boston Massachusetts 02115 

617 267 5175 


Library 


Boston Architectural Center 
320 Newbury St 


Boston MA 


@2115 17. 


First Class Mail 


C 


A L 


June 

2 Boston Foundation for Architecture 
Steering Committee, noon, BSA 

2 Women in Architecture Committee, 
6 p.m., BSA 

3 Architects for Social Responsibility, 12:30 
p.m., BSA 

4 New Members/Associates Task Force, 
noon, BSA 

5 Membership Committee, noon, BSA 

6 Housing Committee, 8 a.m., 301 Vassar 
St., Cambridge 

6 — Executive Committee, 8 a.m., BSA 

8 AIA Convention in San Antonio (through 
June 11) 

8 Frank Lloyd Wright is 119 today 

10 Urban Design Committee, 8 a.m., 
15 State St. (4th fl.), Boston 

11 Energy Committee, noon, BSA 

11 Affiliate Lecture: ‘Forgotten Architects 
and Engineers of Meso-America’’ (see 
p. 1) 

12 Historic Resources Committee, 8 a.m., 
15 State St. (4th fl.), Boston 

12 Computers in Architecture Committee, 
noon, BSA 

15 Father no’s best 

17 Sole Practitioners’ Meeting: Liability 
Insurance; 7 p.m., BSA (call 
617-267-5175 for schedule changes, info 
and reservation; free to members, $7.00 
for non-members) 

18 Health Care Facilities Committee, 
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5 p.m., BSA 


E N 


19 Special Event: Harleston Parker Award 
Ceremony at Church Court (see p. 1) 

19 Board Meeting, noon, BSA 

24 The BSA Democratic Candidates’ 
Forum: 8th Congressional District — 
“*Housing”’ (see p. 3) 

25° Central Mass. Chapter/AIA Dinner 
Meeting (call Dorothy Fassett, 
617-752-2831, for details) 

26 Outreach Committee, 12:30 p.m., BSA 

30 Honors & Awards Committee, 11:30 
a.m., BSA; Fellows Nominees Advisory 
Session, 12:30 p.m. 

July 

1 Architects for Social Responsibility Task 
Force, 12:30 p.m., BSA 

1) -MSAA Executive Committee, 4 p.m., 
BSA/MSAA 

2 New Members/Associates Task Force, 
noon, BSA 
Executive Committee, 8 a.m., BSA 
Membership Committee, noon, BSA 

4 Fire the works 


N.B. Almost all BSA committee meetings 
are open to all members and other inter- 
ested professionals and non-professionals. 
For meeting and agenda information, call 
Fitzgerald, 617-267-5175. 


Save these dates... 


Sep. 5-7 


NERC/AIA Revelry on Martha’s 
Vineyard 


Noy. 19-20 BSA Convention: ‘‘Build Boston 
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Cheers 


This classical triple-decker in Lowell 
recently has been rehabilitated by private 
developers as moderate-rate rental housing 
while preserving its historical character. 
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Tears 


This triple-decker, on the same Lowell 
street and serving the same housing mar- 
ket, has had its historic detailing stripped 
and has been wrapped in vinyl siding. 
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“Cheers & Tears’’ is a regular feature of the 
ChapterLetter. Readers are encouraged to sub- 
mit suggestions for this feature (with captioned 
photographs) to Robert Neiley AIA, 286 Con- 
gress Street, Boston, MA 02210 (617-426-9720). 
Neiley and his colleagues on the BSA’s Historic 
Resources Committee consider all submissions. 


